1,000.00 


750.00 
2,500.00 
5,500.00 
3,250.00 


23,000.00 
5,000.00 
15,000.00 
25,000.00 
2,500.00 
5,000.00 
1,650.00 


4,424.22 
676,80 


2,898.00 


1,187.50 
$11.11 


160,00 


6.30 
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Bar Hill Parish Council 


Monthly breakdown of Receipts and Payments 
All Cost Centres and Codes (Between 01/04/2023 and 31/03/2024) 


Jun Jul 
4,374.64 4,205.00 
45.00 64,98 
229.61 
2,126.00 
6.30 206.30 
2,600.00 
63.80 668.50 
2,763.88 2,763.88 
515.00 669.41 
510.00 


Aug Sep Oct Nov Dec Jan Feb Mer 


4,107.87 
30.00 


3,530.28 


6.30 306.28 
45.00 


2,763.88 


582.54 1,010.76 


14 October 2022 (2022-2024) 


24,963.96 
138.22 


10,756.98 
1,132.18 
15,000.00 
24,150.00 
2,500.00 
3,644.67 
1,650.00 


VAT Refund 


3,500.00 


87,18 
347.78 
85.46 
71.74 
100.00 
19.90 
18.00 24.00 
1,075.36 
146.83 71,44 
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216,35 


218.74 
50.94 
62.75 


17.70 


12.00 
78,75 


268.81 


33,44 
117.69 
87.18 
201.10 
81.51 


114,00 


125.00 


14.70 


Bar Hill Parish Council 


Monthly breakdown of Receipts and Payments 
All Cost Centres and Codes (Between 01/04/2023 and 31/03/2024) 


1,399.60 


55.00 
74.38 


5.85 


120.00 


15,00 


6.00 


58.60 


171,81 


3,261.57 
18.40 


3,650.40 
780.00 


14 October 2023 (2023-2024) 


Page No. 


Bar Hill Parish Council 14 October 2023 (2023-2024) 


Monthly breakdown of Receipts and Payments 
All Cost Centres and Codes (Between 01/04/2023 and 31/03/2024) 


Capital Expenditure 6,998.00 


a 
12,369.41 16,708.74 11,293.66 12,817.08 9,316.02 13,405.57 


Total: 75,910.48 
Variance: 111,459.52 
RECEIPTS 
Budget Apr May Jun Jul Aug Sep Oct Nov Deo Jan Feb Mar Total Variance 
Administration 
Staff Salaries/Pension 
Staff Costs 
Commercial 
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Bar Hill Parish Council 14 October 2023 (2023-2024) 
Monthly breakdown of Receipts and Payments 
All Cost Centres and Codes (Between 01/04/2023 and 31/03/2024) 
nS 

804.88 804.88 804.88 

82,500.00 82,500.00 165,000.00 165,000.00 

6,580.00 1,645.00 1,645.00 ~4,935.00 
540.00 15.00 15.00 15.00 15.00 15.00 15,00 90.00 450.00 
5,000.00 2,000.00 1,000.00 3,000.00 —_ -2,000.00 
200.00 2.19 0.34 0.51 417.61 1.24 0.38 422.27 222.27 
50.00 -60.00 
180.00 85.00 85.00 350.00 350.00 

6,500.00 543.60 543.60 543.60 543.60 543.60 643.60 3,261.60 -3,238.40 
7,968.12 5,893.46 13,861.58 13,861.58 
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Bar Hill Parish Council 


Monthly breakdown of Receipts and Payments 
All Cost Centres and Codes (Between 01/04/2023 and 31/03/2024) 
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14 October 2023 (2023-2024) 


Bar Hill Parish Council 


Monthly breakdown of Receipts and Payments 
All Cost Centres and Codes (Between 01/04/2023 and 31/03/2024) 


14 October 2023 (2023-2024) 


610.89 93,027.06 


6,998,00 


559,11 10,799.21 7,343.18 83,143.98 
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Total: 195,483.43 
Variance: 176,613.43 
PageNo. §& 


